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Message Text 

UNCLASSIFIED 

PAGE 01 CEBU 00126 300902Z 
ACTION SCS-06 

INFO OCT-01 EA-12 ISO-OO CCO-OO PASO-OO /019 W 

015892 300936Z/13 

P R 300855Z AUG 78 
FM AMCONSUL CEBU 
TO SECSTATE WASHDC PRIORITY 448 
INFO AMEMBASSY MANILA 

UNCLAS CEBU 0126 

E.O. 11652: N/A 

TAGS: CASC: WAV WOODWARD III, RICHARD 

SUBJ: MEDICAL CONDITION OF U.S. CITIZEN RICHARD WOODWARD III 

DIRECT RELAY CABLE TO 


RICHARD WOODWARD, SR. 

P.O. BOX 1405 

PARIS, TENNESSEE 

TELEPHONE NUMBER : (901) 642-4482 

REF: MR. WOODWARD'S TELEPHONE CALL TO CONSULATE ON 8/30/78 


WITH REFERENCE TO YOUR TELEPHONE CONVERSATION OF 8/30/78 
WITH VICE CONSUL RICHARD HERMANN REGARDING THE MEDICAL 
CONDITION OF YOUR GRANDSON, RICHARD WOODWARD III, OUR OFFICE 
HAS BEEN UNABLE TO REACH MONTERO HOSPITAL IN TACLOBAN CITY 
BY TELEPHONE. WE HAVE SENT THE HOSPITAL AN URGENT COMMERCIAL 
CABLE REQUESTING THAT (1) THEY TELEPHONE YOU COLLECT TO ADVISE 
YOU OF YOUNG RICHARD S MEDICAL CONDITION AND (2) THAT THEY 
ACKNOWLEDGE RECEIPT OF CONSULATE S CABLE AND NOTIFY YOUR 
OFFICE OF RICHARD S CONDITION. ANY INFORMATION WE RECEIVE 
ON RICHARD'S CONDITION WILL BE FORWARDED TO YOU BY DIRECT 
RELAY CABLE. 

TULL 


UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 CEBU 00126 300902Z 


NOTE BY OC/T: PASSED ABOVE ADDEE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CEBU00126 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780353-1309 
Format: TEL 
From: CEBU 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 0/aaaaahto. tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 47b58457-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION SCS 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 jul 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1538472 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL CONDITION OF U.S. CITIZEN RICHARD WOODWARD III DIRECT RELAY CABLE TO RICHARD WOODWARD, SR. 
TAGS: CASC, RP, (WOODWARD, RICHARD III) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/47b58457-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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